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2.35 (b) (a) 

RECORDKEEPING REQUIREMENTS. 

- In £015. 16 dogs were acquired from 4 non-licensed vendors tor an adive protocol Ol the 4 vendors, only 1 
provided the required oerfifiQeliQn etalingi itiel the enimali 'were born and reined pri lh»a parson's premise^- Further 
lacllity docamenlatior) r^salsd thal a total ol lO dogs acquired frrHn 3 vendors, were not born end rarsed on the 
vendors premisos- The facility lAGUC disooveredthisnoncompliancein Fall ol £Ct 5 and issued a letter of 
reprimand IP the responsible Primary tnvestigaiPr, requiring lhat future dog purbhases meet all reguirerheitbs oF tlie 
Animal Welfare Act. However the lACUC did not require Ihe Investigator lo defmHely iderrlify the ultimate source of 
the animals which had already been acquired- In order to ensure that these dogs are appropriate research animals, 
tha laoilily mual make every poaaibla eltort Lo trace these aniiifiaJe and ensure that they were properly ecquirad by the 
vervdors This is a critical element of the Animal Wellare Act. The Facility must identify the ultimate source of these 
animals wilhin 45 days ot this ingpeclipn. All findings must be cpmmpnicgled with fhp USDA. 

Corf&ol within 45 days 

2.35 (c) 

RECORDKEEPING REQUIREMENTS. 

- Four dogs acquired for an active prolocol were no longer at Ihe facility, and there were no records ol disposition 
available. The Frimary Investigator stated that the dogs were evaluate, found fo ba unsuitable lor the project, and 
ware returned to the vondor. The animals were never actually purchased by the laclllly, but only held lemporarily. 
Any animal purchased or acquired by the Facility must have a oorresponclir^ disposition record that meets all 
requirements dl the Animal Welfare Act. Aoourata dispcsilion records are aitical to enable the lACUC endrer U£DA 
to tracts, the movement oF research animals. 

Correct From this point fonward- 


3.56 (b) (3) 

SANITATION, 

- The current cagie sanilizartion procedure for rabtils on an active protocol is not adequate The facility is using a 
product labeled ’Top Pertonrence Cherrv-256". The current prrjoedura ia to Fill a large (-'1 1 P- gallon) njlsber tank with 
tha dlsInFectant, Ihen dip the cages Into the tank. The Facility employees staled 
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that they mix the bin with t gallon disirvfectant and then IIH the tank wilh wate^. This solution is kept for approximately 
six mpfiths, and used aviary couple of weeks. Tha bin is located in e corryer of the rabbit rpgnn, and wcs adjacent to a 
ca^ with a rabbit lns*do. 

The label directions for The product are to mix 1/2 ounce ol disinlectant fcH every gallon of water. The label abo 
slates thet e new betch of soluliori should be mixed deity. ThpS current Facility practice is lo use a bebh For sevefal 
months, addmg water as ns^cted to l<«ep the tam^ lull Further, this product is labeled as 'corrosive" and Indicates 
poteuiiel health impacts if inhaled, irygested, or contacted. Localirrg an open tank of this mixture next to the rabbits 
ooukt possibly have a ne^tive impact on Ibe rabbits. NO' animal health impacts noted during the inspoction, but 
this practice seems to constitute a potential risk. 

- The facility must evaluate this sanitization process to assess the etiicacy and the salety. Sanitization must be 
oonduclod in an appropriate manner to ensure lha fxaalth and watlare ol the animals. 

Correct by: June 2016 


Inspection and exit interview conducted by Michael Tygart lYMOj. Konnie Plumlee (VlvtO) and Facility 
representatives. 
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